SHRINE  OF  OUR  LADY  OF  THE  SNOWS 
BELLEVILLE,  ILL.,  62223 

The  Blessed  Sacrament  Chapel  is  one  of  the 
most  beautiful  and  inspiring  installations  at  the 
Shrine.  The  Aurora  Borealis  or  Northern  Lights 
painted  on  the  rear  wall  can  be  seen  in  the 
amphitheatre  area  through  the  plate  glass  which 
is  behind  the  huge  statue  of  Our  Lady  of  the 
Snows  at  the  Outdoor  Altar. 
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